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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 296535 
12 

ORIGIN CPR-01 

INFO OCT-OI ISO-00 ONY-00 /002 R 

DRAFTED BY S/CPR;STBLACK:DSL 
APPROVED BY S/CPR ;STBLACK 
DESIRED DISTRIBUTION 
S/CPR ONLY 

018713 

R062142Z DEC 76 
FM SECSTATE WASHDC 
TO AMEMBASSY ACCRA 

UNCLAS STATE 296535 

E.O. 11652: N/A 

TAGS:APER 

SUBJECT:ER FOR FSIO-2 KENNETH BACHE - USIS 

REE: ACCRA 1318, 8851 

FOR LINEHAN EROM AMBASSADOR BLACK 

1) REQUIRED STATEMENT BY RATED OFFICER NOT YET RECEIVED 
FROM BACHE. (SEE OE-266, ROMAN TWO). ALSO SUGGEST 

HE SEND ME HIS RESPONSE TO ROMAN ONE, (A) AND (B). AND 
I WILL EXPEDITE COMPLETION OF RATING AND EVALUATION 
SECTIONS. REGRET ALL THIS NOT ACCOMPLISHED EARLIER, BUT 
WILL ACT ASAP. 

2) SINCERE THANKS FOR YOUR KINDNESSES TO SUSAN. CHARLIE 
JOINS IN HEARTEELT REMEMBRANCES TO YOU AND THE WHOLE TEAM 
IN GHANA. WE MISS YOU ALL. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 DEC 1976 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: n/a 

Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE296535 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DSL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760451-0117 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761269/aaaachkv.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN CPR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: ONLY 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 
Reference: 76 ACCRA 1318 
Review Action: RELEASED, APPROVED 
Review Authority: wolfsd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 MAY 2004 by hattaycs>; APPROVED <17 AUG 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ER FOR FSIO-2 KENNETH BACHE - USIS 
TAGS: APER, US, GH, (BACHE, KENNETH) 

To: ACCRA 
Type: TE 
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